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bills without having first diligently tried to induce the consumer to comply
with its rules and regulations or to pay his bills.
Service shall actually be discontinued only after at least 24 hours' notice
of such intention shall have been given to the consumer by the utility:
Provided, however, that where fraudulent use of current is detected, or
where a dangerous condition is found to exist on the consumer's premises,
the service may be shut off without notice in advance.
(b) Whenever the service is turned off for violation of rules or regula-
tions, non-payment of bill, or fraudulent use of current, the utility may
make a reasonable charge for the cost of renewing it.
(c) Where a consumer has been required to make a guarantee deposit
this shall not relieve consumer of the obligation to pay the service bills
when due, but where such deposit has been made and service has been
discontinued on account of non-payment of bill, then in such event un-
less consumer shall, within forty-eight hours after service has been dis-
continued, apply for reconnection of service and pay the account, then
in such event the utility shall apply the deposit of such consumer toward
the discharge of such account and shall as soon thereafter as practicable,
refund the consumer any excess of the deposit.
(d) No electric and/or gas utility company shall be required to furnish
its electric and/or gas service to any applicant, who at the time of such
application, is indebted under an undisputed bill to such utility company
for service, either gas or electric, therefore furnished such applicant.
(Filed, secretary state's office-November 8, 1937.)
Rule 24. Replacement of Meters and Changes in Location of Service.
(a) Whenever a consumer requests the replacement of the service meter
on his premises, such request shall be treated as a request for the test
of such meter, and as such, shall fall under the provisions of Rule 17.
(b) Whenever a consumer moves from the location where current is
used by him, and thereby requires the disconnecting and connecting at a
new location of the electric supply, and the same work has been done for
him within one year preceding, the utility may make a charge. (Filed,
secretary state's office-November 8, 1937.)
Rule 25. Extent of System on which Utility must Maintain Servite.
Each electric utility, unless specifically relieved in any case by the Com-
mission from such obligation, shall operate and maintain in safe, efficient
and proper condition, all the facilities and instrumentalities used in con-
nection with the regulation, measurement and delivery of electric current
to any consumer up to and including the point of delivery into the wiring
owned by the consumer. (Filed, secretary state's office-November 8, 1937.)
Rule 26. Maps. Suitable maps or records shall be kept on file showing
the size, character and location of each main circuit and feeder. (Filed,
secretary state's office-November 8, 1937.)
Rule 27. Rules for Service Extension. When a would be customer or
customers of a public utility, either gas, electric, or water, make applica-
tion for service at a point not immediately adjacent to a service line of
a utility, if the requirement of such service is reasonable, it shall be
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